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ENTRANCE TO DETROIT RIVER TUNNEL, 
DETROIT, MICH. 


Tile Detroit River Tunnel has the 
unique distinction of being the only tunnel 
of this type ever built. It was constructed 


in sections, all work being done from the 


surface of the water without the use of com- 


- pressed air. The tunnel is eperated electri- 


cally. Construction was started October 1, 
1906, and completed July 1, 1910. The length 
from portal to portal is 134 miles and. from 


summit of grade 2% miles. It was buiit for 
the M.C. R. R. at a cost of $8,500,000. 
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Entrance to Detroit River Tunnel, 
Detroit, Mich. 


